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feem'd fiird near to an exad Level with the Stratum 
from whence they came. 

But when the Weather became rainy, the Quan- 
tity as well as the Impetus of 'the Effluvia increafed to 
fuch a Degree, as to appear in Mornings over the Top 
of the Well, in the Form of a Mift, and gave great 
Annoyance to thofe that came within its Sphere of 
A&ion. 

From hence it is worth obferving, that the fame 
Damp, according to the Variation of the Weather, is 
fpecifically heavier or lighter than the Air. 



IX. An Extratf from the Journal Books of 
the Royal Society, concerning Magnets 
having more Poles than frwo^ by John 
Eames, F. R. S. with fome Obfervations by 
jDr* Defaguliers on the fame Subjeff. 

TH E fagacious Dr. Halley, in his Account of 
the Changes of the Variation of the Magne- 
tical Needle, upon the Hypothefis of the Earth's be- 
ing one great Magnet having four Magnetical Poles, 
tells us, that he had found two Difficulties not eafy 
to furmount j the one was, that no Magnet he had 
ever feen or heard of, had more than two oppofite 
Poles, whereas the Earth had vifibly four, if not 
more, &c. I find in looking over the Copy of the 
Journal-Book of this Honourable Society, Vol. II. an 
Article in the following Words : 
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July 20. 1664. 
u Mr, Ball produced feveral Load-ftones, and 
among them two Terrella's, whereof one feem'd 
to have four Poles, with a Circle paffing between 
them, of no Virtue at all. Some of the Com- 
pany fuggefted, that it was probable this Stone 
confided of two Stones, by Nature cemented to- 
gether by a Piece that had no Magnetical Quality 
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®utery 7 Whether this Stone can be come at, to 
examine whether it be a finsle or a double Stone ? 
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An Account of fotne Magnetical Experiments by 

J. T. Deiaguliers. 

In the Year 171 7, trying fome Experiments upon 
a very large weak Load-ftone, I found that it had 
feveral Poles : Then I tried feveral other Load-ftones, 
and often found four Poles in fuch as had been arm'd 
when I took off their Armour. In large coarfe 
Stones I found fometimes eight, nine, or ten Poles. 
This made me believe all Load-ftones to have feveral 
Poles $ but when I tried my Lord TaiJIey's (fincc 
Earl of Abercorn) Load-ftones, and other very good 
ones, I then found that homogeneous Load-ftones 
had but two Poles ; thofe that have more being only 
an Aggregate of Magnetical and other Matter, which 
makes an heterogeneous Subftance. Such is the So- 
ciety's great Load-ftone 5 for it has feveral Poles. 
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